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1994 Editorial Index 


A complete listing, by major subject areas, of feature articles and columns 
appearing in Occupational Hazards in 1994. 





Title 


Month/Page 


Title Month/Page 


Title Month/Page 





Environmental Management 


Fundamentals for New 
Hazardous Waste 
Managers 

Tired of Being Dumped On 

What Should a Health and 
Safety Professional Know 
About Environmental 
Issues? 

Environmental Health & 
Safety Excellence: The New 
Business Advantage 

Surviving an EPA Inspection 


Ergonomics 

Applied Ergonomics: 
Systematic, Criteria-Based 
Intervention 

Ergonomic Advantages of 
Air-Powered Cutting Tools 

OSHA: Ergonomics ‘Can’t 
Wait’ Any Longer 

Vision Health Management: 
Visual Ergonomics in the 
Workplace 

White-Collar Ergonomics: Is 
Your Office Fit for Duty? 

Who are the ‘True 
Ergonomists’? 

Key Ergonomic Tips for 
Improving Your Work Area 
Design 

NIOSH Challenges Back Belt 
Use 

Worker-Oriented Solutions to 
Office Safety 

A World of Hurt 

Chrysler is Sold on 
Ergonomics 

What is the ‘Right Thing to 
Do’? 

Preventing Back Injuries: 
New Directions for 
Training 


Jan. 57 
April 48 


May 45 


June 46 
Dec. 37 


Jan. 67 
Jan. 127 


April 33 


April 55 
July 27 


Aug. 21 


Aug. 43 
Sept. 61 


Oct. 184 
Oct. 189 


Oct. 209 


Nov. 65 


Dec. 27 


Ergo Standards Start in 


California Dec. 57 


Federal Regulation/Legisiation 

Raising the Standard for Lift 
Truck Operators 

Confined Space Compliance: 
The Devil is in the Details 

When Will OSHA Use its 
Egregious Penalty Policy? 

What is OSHA Doing? 

OSHA Poised to Tighten Fall 
Protection Rules 

Process Safety: Some Real 
Surprises for Employers 

OSHA's New PPE Standard 
Raises Enforcement Stakes 

Unmasking the New 
Respirator Rules 

The OSH Act’s Unfulfilled 
Promise 

Blowing Smoke 

Mine Safety: Building an 
Effective Contractor 
Compliance Program 

Grand Plans 


Jan. 143 
Mar. 47 


April 61 
May 79 


May 89 
July 41 
Aug. 49 
Sept. 38 


Oct. 137 
Nov. 31 


Nov. 53 
Dec. 32 


Fire/Emergency Management 
Gauging the Need for a Fire 
Brigade 
Drilling for Disaster 
Workplace Violence: 
Employee Safety Under 
Fire 


Jan. 97 
July 23 


Nov. 23 


industrial Hygiene 
In Search of Industrial 
Hygiene Excellence 
Respiratory Fit Tests: The 
Measure of Protection 
EMF: Media Hype or Real 
Hazard? 
ATHCE ‘94: Harmony 
Through Teamwork 
Putting Together the 
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Complete Hygienist 
Veteran Leadership 
Clearing the Air 
Engineering a Quieter 

Workplace 
Analyzing Process Safety 
IH Instruments: Building a 

Better Gas Trap 
The Consulting Life 
Industrial Hygiene’s Search 

for Partners 


Occupational Health 

Around-the-Clock Hearing 
Conservation 

Stress Homes in on Safety’s 
Ranks 

Soft Heads, Hard Recoveries 

Occupational Nurses Foresee 
an Active Role in Eye Safety 

Combating Stress 

Root Cause Analysis: What 
Took Us So Long? 

Silicosis: A Dusting of Death 

Reflex Sympathetic 
Dystrophy: Misunderstood 
and Overdiagnosed 

What Risk Does TB Pose in 
the Workplace? 

Cooling Off Heat Stress 

Assessing Functional 
Capacity 

Understanding Medical 
Management for 
Musculoskeletal Injuries 

America’s Business Doctor 

Worker Back Problems: 
Conditioning Can Help 


May 63 
May 68 
May 72 


Aug. 29 
Sept. 11 


Sept. 48 
Oct. 147 


Dec. 47 


Jan. 149 


Jan. 155 
Feb. 37 


Feb. 40 
Mar. 31 


Mar. 63 
April 38 
May 5 


May 
June 5 


Aug. 25 


Sept. 43 
Oct. 116 


Dec. 21 


Personal Protection 
Get a Grip on Hand Safety 
Protective Clothing Helps 
Butler Manufacturing Slash 
Injuries 


Jan. 31 


Jan. 41 
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Eye Safety Beyond the Plant 
Gate 

Area Erectors Pushes for Fall 
Protection 

Put Your Best Foot Forward 

Hard Hats: The Unsung 
Safety Necessity 

A Risk-Based Approach to the 
Selection of Protective 
Clothing 


Safety Management 

How to Choose a Consultant 

Learning Objectives Key to 
Quality Safety 

A Bright Light for Safety 

Activating Your Greatest 
Safety Resource 

Steering Employees Toward 
Safe Driving 

After the Audit 

Safety Discipline: A 
Constructive Approach 

How Safe Are Women in the 
Workplace? 

Rewarding Safety 

Welcome to ‘Computers’ 

Strategy vs. Tactics in Safety 
Performance Improvement April 43 

Hill’s Pet Nutrition Commits 
to Employee 
Empowerment 

Making Safety Pay 

The Right Chemistry for 
Safety 

Managing the Safety 
Profession 

Teaming Up for Safety 

CD-ROMs Offer Rich 
Information Resources 

Continuous Improvement 
Sparks 3M Safety Drive 

Safety in the Small Business: 
Getting Started 

How to Improve Your Safety 
Training Aug. 34 

Information Resources: Part II Aug. 53 

Near Misses: Safety in the 
Shadows 

Accounting for Safety 

Safety Leaders Meet at NSC 

Safety Across America: A 
Special Report 

Tropicana: The Sunshine 
State’s Newest Star? 

OSHA Consultation: Wearing 
the White Hat 


Jan. 77 


Jan. 89 
Jan. 103 


Jan. 109 


Nov. 17 


Jan. 51 


Jan. 127 
Jan. 163 


Jan. 181 


Jan. 189 
Feb. 31 


Mar. 51 
Mar. 68 


Mar. 73 
April 23 


May 93 
June 33 


June 37 


June 43 
June 55 


July 15 
July 31 


July 37 


Sept. 33 
Sept. 53 
Oct. 35 
Oct. 91 
Oct. 92 


Oct. 99 


Digging for Hard Hat Safety Oct. 107 

The State of Safety in the 
American Workplace 
Today Oct. 

Mission: Safety 

At Home in the Union 

Safety From the Inside 

Education: The Key to Safe 
Living 

Teaming Up for Safety 

Teaching the Fundamentals 

Bullish on Safety 

Riding the Quality Horse 

Barriers to Professional 
Advancement 

Workplace Violence: 
Employee Safety Under 
Fire 

Safety: The Main Concern in 
Millinocket 

TQM: Putting People on the 
Path to Safety 

Work Teams Key on Safety 
and Ergonomics 

NCOSH: Speaking for the 
Silent 


Speaking Out 
Lou Guzzo 
Lester Sacks 
Vernon Rose 
Mark Skeie 
Dennis R. Ankrum 
Alan Caruba 


Mar. 37 
April 31 
May 99 
June 29 
July 45 
Sept. 85 


Workers’ Compensation 
Cutting Workers’ Comp Costs Feb. 26 
Medical Case Management: 
Let the Buyer Beware 

Is it Time for a National 
Workers’ Compensation 
System? 

Owens-Corning: Insulating 
Against High Disability 
Costs 

Workers’ Compensation: Is 
Fraud Flying High? 

Advice for a Price 


Feb. 43 


June 25 


July 33 


Aug. 38 
Nov. 41 





Words of Wisdom Wanted 


If you have an interest in being 
published in Occupational 
Hazards, contact Jennifer Merda at 
216-696-7000, ext. 2560, for 
editorial guidelines. Manuscripts 
or outlines should be submitted to 
Editor Stephen G. Minter. 

















Occupational 
Hazards 
reprints 

mean 
business. 


Let us put them 
to work for you. 


Reprints of "Occupational 
Hazards" articles can be 
used as: 





sw Direct mail 
to customers 
and prospects. 


Aids 
™" peop tthe field. 


«= Tools to inform 
st and 
employees. 


ee Training ai 
for new emp 
sa Handouts at trade 


shows and company 
meetings. 


ees. 





For more information about 
this cost-effective way to get 
your message out to your 
customers and staff or to place 
an order, call Penton Reprints 
at (216) 696-7000. 


OCCUPATIONAL HAZARDS 
is a publication of: 
Penton Publishing 


1100 Superior Avenue 
Cleveland, Ohio 44114 
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